OFFICE OF THE PURCHASING AGENT 



DATE: 


BID NO. 
SUBJECT: 


TOWN OF ARLINGTON 


730 Massachusetts Avenue 
Arlington, MA 02476 


June 16, 2015 


Telephone (781) 316-3003 
Fax (781)316-3019 


TO ALL BIDDERS 


15-24 

Crackseal Service/Mt. Pleasant Cemetery 

ADDENDUM NO. 1 


TO WHOM IT MAY CONCERN: 

With reference to the bid request relative to the above subject, please note the 
following: 


SEE ATTACHED 


BIDDER MUST ACKNOWLEDGE ADDENDUM WITH SUBMISSION 


All other terms, conditions and specifications remain unchanged. 
Very truly yours. 

Town of Arlington 

Domenic R. Lanzillotti 
Purchasing Officer 
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General Notes 


1. This plan was developed using available 

aerial imagery, existing plans &: 

on —site observotions. 

2. An on —the —ground survey was not 

oonduoted during the development of 
this plan. The loeation and 

dimensions of features shown on this 
plan ore approximate. It shall be the 
sole responsibility of the oontraetor to 
determine loeations of any existing 
utilities and/or features not shown on 

this plan. 

3. The contractor shall notify the Town of 

Arlington Engineering Division and/or 
Water/Sewer Division of al 

discrepancies from this plan identified 
in the field. 

4. All on-site drainage catch basins shal 
be equipped with an inlet protection 
device during all construction activities. 

5. Any areas disturbed by the contractor 
outside the limits of work shall be 
restored to original condition at no 
cost to the owner. 

6. The contractor must notify oil utilities 
prior to performing any excavation 
work. The Town of Arlington is not a 
member of ’’Dig —Safe” and must be 
notified directly at least 72—Hours 
prior to any excavation at 
781-316-3310 or 781-316-3301. 
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